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A 


Aalborg see Denmark 
Aarhus see Denmark 
Architectural Association 


Architectural Language. ‘Is language 
necessary?’ Leader by Peter Davey 

‘Art and Architecture’. Exhibition at 
Institute for Contemporary Arts, London 


Art Galleries. London. Westminster. 
Tate Gallery Coffee Shop. 
Architects: Jeremy Dixon and Dick 
Knowles 
Interior Design article by Alastair Best 


‘Artists’ Architecture: Scenes and 
Conventions’. Exhibitions at ICA, 
London 

Arts Centres. France. Chambery. 

Cultural Centre 
Architect: Mario Botta 
Article by Lance Knobel 


Austin, Texas see USA 
Austria. Eisenstadt. Radio Stations 


Architect: Gustav Peichl 
Article by Peter Davey 


Awards 
The European Award For The 
Reconstruction Of The City. Winners 
announced 
The Trofeo Muggia award for 
architecture 


B 
Back Seat by Alastair Best 


Banks. Switzerland. Fribourg. State Bank 
Architect: Mario Botta 
Interior Design article by Lance 
Knobel 


Cambridge. Massachussetts see USA 


Chairs. Design Review by Jonathan 
Glancey 
Chester. Houses. Schreiber house 
Architects James Gowan 
Article by Peter Buchanan 
Architect's account by James Gowan 
Chicago see USA 


China. Peking. Conference on interior 
design 


Classical Orders 
‘Order, Orthodoxy and the Orders’ 
Article by Bob Allies 
‘Origins of the Orders’ 
Article by Quinlan Terry 

Column of Delphi. Istanbul. In a state of 
neglect 


Community centres 
Denmark. Aalborg 
Architect: Dall and Lindhardtsen 
Article by Bodil Kjaer 
Denmark. Holstebro 
Architects: Dall and Lindhardtsen 
Article by Bodil Kjaer 
Competitions 
France. ‘Concours International de 
Mobilier de Bureau’. 
France. Paris. Competition for the 
Parc de la Villette 
France. Paris. Opera house, Place de 
Bastille 
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2/39-42 
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6/59-65 


2/29-33 


1/5-6 


1/20-23 


1/24-29 


Sainsbury's supermarket, Canterbury, 
Kent. Article on competition results by 
John Outram 


Conferences 
China. Peking. Conference on interior 
design 
Switzerland. Basle. ‘Historic Buildings, 
their significance and their role in 
today'scultural setting.’ 


Dance Studios 
London. Hammersmith. Sundance 
Studios 
Architects: Alsop and Lyall 
Interior Design article by Jonathan 
Glancey 

Denmark 
Aalborg. Community centres 
Architects: Dall and Lindhardtsen 
Article by Bodil Kjeer 
Aarhus. Offices. Jutland telephone 
building 
Architects: Friis an?’ Moltke 
Article by Peter D «vey 
Design. Article by Svend Erik Méller 
Frederiksberg. Housing. 
Architects: Faellestegnestuen 
Héje Taastrup. Schools 
Architect: Henning Larsen 
Article by Peter Davey 
Holstebro. Community centres 
Architects: Dall and Lindhardtsen 
Article by Bodil Kjaer 
Holstebro. Museums 
Architect: Hanne Kjaerholm 
Article by Bodil Kjaer 
Industrial design. Exhibition at the 
Boilerhouse, V & A, London 
Article by Peter Davey 
Odder. Town halls 
Architects: Friis and Moltke 
Article by Peter Davey 
Special issue 
Trudeslund. Housing 
Architects: Tegnestuen Vandkunsten 


Design Review 
Chairs by Charies Eames, Giancarlo 
Piretti and Emilio Ambasz, Roger Webb 
and Robert Heritage 
Article by Jonathan Glancey 
Furniture. ‘Charlie Boy’ range of ash 
furniture 
Designers: Shiu-kay Kan and Paul 
Connolls 
Lighting. Skipper desk and wall- 
mounted light fittings 
Designers: Hans von Klier and Bruno 
Guchelin 


Lighting: Zerbetto suspended light fittings. 


Designers: Boccato Gigante Zambusi 
Office Furniture. ‘Icarus’ series. 


Designers: Ettore Sottsass and Michele de 


Lucchi. 

Office Lighting 

Articleby Jonathan Glancey 
Rationalist furniture 
Article by Jonathan Glancey 
‘Furniture exposed’ 


Dunkirk see France 
E 


Exhibitions 
Architecture. ‘Art and Architecture’ 
Institute of Contemporary Arts, 
London 
‘Artists’ Architecture: Scenes and 
Conventions’, at the ICA, London 
Corr, Christopher. Curwen Gallery, 
London 
Drawings. ‘Pont’, Langton Gallery, 
London. 
France. Paris. Hotel de Rohan. Work by 
the Gabriel family 
France. Paris. Institut Francais d’ 
Architecture. Adolf Loos retrospective 
France. Paris. Institute Francais d’ 
Architecture. ‘R H Expert: architecte, 
1882-1955, 
France. Paris. Institut Francais d’ 
Architecture. Jean Prouvé retrospective 
Holmes, Andrew. Thumb Gallery, 
London. Frontis illustration 
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Industri: | design. Danish industrial 
design, ai the Boilerhouse, V & A 
London 
Article by Peter Davey 
Italy. Bologna. SAIEDUE building fair 
Lewis, Wyndham. Tate Gallery, London 
Petherbridge, Deanna. Manchester City 
Art Gallery 
Article by Jasia Reichardt 
Stained glass work by John Piper, at 
Kettle’s Yard, Cambridge 
Sussex, Brighton Art Gallery 
USA. Austin. James Reily Gordon, at 
University of Texas 

F 

France 
Bercy. Ministry of Finance (project) 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
Chambery. Cultural Centre 
Architect: Mario Botta 
Article by Lance Knobel 
Clichy. Community building. Maison du 
Peuple 
Architect: Jean Prouvé 
Dunkirk. Park 
Landscape Architect: Gilbert Same! 
Paris. Competitions. Parc de la Villette 
Competition winners announced 
Paris. Opera houses. Competition for 
second Paris opera 
St-Ouen. Ice Rink 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
St-Ouen. lot Pasteur housing 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
Villejuif. Housing at Paul Bert 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 


Frederiksberg see Denmark 


Furniture. ‘Charlie Boy’ range of ash 
furniture 
Designers: Shiu-kay Kan and Paul 
Connolls 
Design Review 


Germany 
Architecture of Albert Speer 
Article by Leon Krier 
Berlin. Chancellery 
Architect: Albert Speer 
Article by Colin St John Wilson 
Berlin. Solar House 
Architect: Pascal Schéning 
Article by Gerald Blomeyer 
Stuttgart. Museums. Staatsgalerie 
Architects: James Stirling, Michael 
Wilford and Associates 
Article by Peter Cook 


Gordon, James Reily. Exhibition at 
Austin, Texas 


Government Buildings 
France. Bercy. Ministry of Finance 
(project) 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
Germany. Berlin Chancellery 
Architect: Albert Speer 
Article by Colin St John Wilson 
India. New Delhi. French Embassy 
(project) 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
Middle East. Saudi Arabia. Riyadh 
Foreign Ministry 
Architect: Henning Larsen 
Article by Peter Davey 
Sri Lanka. Parliament building 
Architect: Geoffrey Bawa 
Article by Rupert Scott 
Sweden. Stockholm Chancellery 
Architect: Gunnar Asplund 
Article by Colin St John Wilson 
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Hairdressing Salons. London. Kensington 
and Chelsea. ‘L'Oreal!’ Saion 
Architects: Walker Wright Partnership 
Interior Design article by Jonathan 
Glancey 

Héje Taastrup see Denmark 

Holstebro see Denmark 


Hotels. Sri Lanka. Ahungalla. Triton 
Hotel 
Architect: Geoffrey Bawa 
Article by Rupert Scott 


Houses. Chester. Schreiber house 
Architect: James Gowan 
Article by Peter Buchanan 
Architect's account by James Gowan 
Sri Lanka. Columbo. Architect's own 
house 
Architect: Geoffrey Bawa 
Interior Design article by Lynne Bryant 
Switzerland. Massagno 
Architect: Mario Botta 
Article by Lance Knobel 
Switzerland. Origlio 
Architect: Mario Botta 
Article by Lance Knobel 
Switzerland. Viganello 
Architect: Mario Botta 
Article by Lance Knobel 
USA, California. Norton House 
Architect: Frank O Gehry 
Article by Barbara Flanagan 
USA. California. Santa Cruz shingle 
style 
Article by Reyner Banham 
USA, Los Angeles. Benson House 
Architect: Frank O Gehry 
Article by Barbara Flanagan 
USA, Los Angeles. Smith House 
(project) 
Architect: Frank O Gehry 
Article by Barbara Flanagan 
USA, Los Angeles. Wask House 
Architect: Frank O Gehry 
Article by Barbara Flanagan 
Denmark. Frederiksberg 
Architects: Faellestegnestuen 
Denmark. Trudeslund, near Birkeréd 
Architects: Tegnestuen Vandkunsten 
France. St-Ouen. Ilot Pasteur housing 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
France. Villejuif. Paul Bert housing 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 
London. Camden. Maiden Lane 
Architects: London Borough of Camden 
Criticism by John Winter 
Milton Keynes. Oldbrook 
Architects: Colquhoun and Miller 
Criticism by Peter Buchanan 


Ice Rinks. France. St-Ouen 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 


India. New Delhi. French Embassy 
(project) 
Architect: Paul Chemetov 
Article by Martin Meade and 
Jean-Claude Garcias 


Industrial design. Exhibitions. Danish 
industrial design at the Boilerhouse, 
V & A, London 
Article by Peter Davey 


Interior Design 
Advertising Agency. London. 
Westminster. Covent Garden 
Architects: DEGW 
Article by Jonathan Glancey 
Banks. Switzerland. Fribourg. State 
Bank 
Architect: Mario Botta 
Article by Lance Knobel 
Dance Studios. London. Hammersmith 
Architects: Alsop & Lyall 
Article by Jonathan Glancey 
Gardens. Sri Lanka. Lunuganga. 
Architect's own garden 
Architect: Geoffrey Bawa 
Article by Rupert Scott 
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Hairdressing Salons. London 
Kensington and Chelsea. ‘L'Oreal’ 
Salon 

Architects: Walker Wright Partnership 
Article by Jonathan Glancey 

Houses. Sri Lanka. Colombo. 
Architect's own house 

Architect: Geoffrey Bawa 

Article by Lynne Bryant 

Offices. London. Lambeth 
Architects: GCB International Design 
Group 

Article by Jonathan Glancey 

Offices. London. Westminster. Mayfair 
Architects: DEGW 

Article by Jonathan Glancey 
Restaurants. London. Westminster. 
Tate Gallery Coffee Shop 

Architects: Jeremy Dixon and Dick 
Knowles 

Article by Alastair Best 

Shops. USA. Chicago. Showroom for 
Sunar fabrics 

Architect: Michael Graves 

Article by Lance Knobel 

Shops. USA. Chicago. Showroom for 
Hauserman Furniture 

Architect: Arata Isozaki 

Article by Lance Knobel 

Shops. USA. Chicago. Showroom for 
China Seas fabrics 

Architects: Hammond Beeby & Babka 
Article by Lance Knobel 

Shops. USA. Chicago. Showroom for 
Shaw-Walker office furniture 
Architect: Robert A. M. Stern 

Article by Lance Knobel 

Theatres. Germany. Berlin. Schaubihne 
Theatre 

Architect: Jirgen Sawade 

Article by Peter Davey 

Theatres. Italy. Urbino 

Architect: Giancarlo De Carlo 

Article by Lamberto Rossi 


Israel. Jerusalem. Hurva Synagogue 
(project) 
Archit~ct: Denys Lasdun Redhouse & 
Softley 
Article by Peter Buchanan 


Italy 
Mantua. Palazzo del Te 
Architect: Giulio Romano 
Article by Bob Allies 
Milan. Novecento buildings 
Article by Fulvio Irace 
Modena. Parks. Landscaping by 
Geoffrey Jellicoe 
Article by Geoffrey Jellicoe 
Nicola Pagliara: 5 projects for the 
Communist Party 
Article by Lance Knobel 
Urbino. Restoration of theatre 
Architect: Giancarlo De Carlo 
Interior design article by Lamberto 
Rossi 
Venice. Arsenale. Proposals for its 
future 


K 
Kampmann, Hack. Article by Lisbet 
Balslev Jorgensen 


L 

Landscape 
France. Dunkirk. Urban sculpture 
garden 
Landscape Architect: Gilbert Samel 
Italy. Modena. Park 
Landscaping by Geoffrey Jellicoe 
Article by Geoffrey Jellicoe 
Sri Lanka. Lunuganga. Garden 
Architect: Geoffrey Bawa 
Stowe. Article by Susanne Lang 
Sutton Place, Surrey 
Article by Geoffrey Jellicoe 
USA. Memphis, Tennessee. Mud Island 
Park 
Landscape Architects: Roy P. 
Harrover & Associates 
USA. Tennessee. Memphis. Mud Island 
Architects: Roy P. Harrover & 
Associates 

Letters 
Amiel, Maurice 
Heart of the AR 
Ballantyne, Andrew 
Watch your Language 
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Blundell Jones, Peter 
Obeying the Orders 
Buzas, Stefan 

Buzas bewilderment 
Casci, Craig 
Classica! Conceit 
Dunbar, Francis B. 
Cameron Discoveries 


Plum back seat 
Greville, Michael A. 
Relatively Rational 
Killian, Tom 

The Metropolitan Style 
Kroll, Lucien 

Krier despair 

Terry, Quinlan 

Killian countered 


London. Camden. Housing. Maiden Lane 


Architects: London Borough of 
Camden (project architects: Benson 
and Forsyth) 
Criticism by John Winter 
Hammersmith. Dance Studios. 
Sundance Studios 
Architects: Alsop and Lyall 
Interior Design article by Jonathan 
Glancey 
Kensington and Chelsea Hairdressing 
Salons. ‘L Oreal’ Salon 
Architects: Walker Wright Partnership 
Interior Design article by Jonathan 
Glancey 

Westminster. Art Galleries. Tate Gallery 
coffee shop 
Architects: Jeremy Dixon and Dick 
Knowles 
Interior Design article by Alastair Best 


4/22-29 


2/50-53 


Memphis. Tennessee. see USA 


Middle East. Saudi Arabia. Riyadh. 
Government buildings. Foreign 
Ministry 
Architect: Henning Larsen 
Article by Peter Davey 

Milton Keynes. Housing. Oldbrook. 
Architects: Colquhoun and Miller 
Article by Peter Buchanan 


1/43-47 


4/30-35 


Modena see Italy 


Museums 
Denmark. Holstebro 
Architect: Hanne Kjaerholm 
Article by Bodil Kjaer 
Germany. Stuttgart. Staatsgalerie. 
Architects: James Stirling, Michael 
Wilford and Associates 
Article by Peter Cook 
USA. Cambridge, Mass. Harvard 
University. Extension to Fogg 
Museum 
Architect: James Stirling 
Article by John Coolidge 
USA, Los Angeles. Extension to 
Aerospace Museum 
(project) 
Architect: Frank O Gehry 
Article by Barbara Flanagan 

USA New York. Metropolitan Museum 
of Art Frank Lloyd Wright Room 
opened 


N 
New York see USA 


Nouvel, Jean. Interview by Jean-Claude 
Garcias and Martin Meade 


3/31-41 


2/44-49 
Novecento. Architectural movement. 
Milan, Italy 
Article by Fulvio Irace 
0 
Odder see Denmark 


Office Furniture 
Competitions. Concours International 
de Bureau, France 
‘Icarus series’ 
Designers: Ettore Sottsass and Michele 
de Lucchi 


Design Review 2/62-63 











Offices 
Denmark. Aarhus. Jutland telephon 


building 

Architects: Friis and Moltke 

Article by Peter Davey 

London. Lambeth. Conversion of 
electricity sub-station to offices 
Architects: GCB International Design 


Group 
Interior Design article by Jonathan 
Glancey 

London. Westminster. Advertising 
agency, Covent Garden 

Architects: DEGW 

Interior Design article by Jonathan 


London. Westminster. Architects’ own 
offices, Mayfair 
Architects: DEGW 
Interior Design article by Jonathan 
Glancey 
Switzerland. Lugano. Office building 
Architect: Mario Botta 
Article by Lance Knobel 

Opera houses. France. Paris. 
Competition for second Paris opera 
house 


Parks 
France. Dunkirk. Urban sculpture 


garden 
Landscape Architect: Gilbert Samel 
Italy. Modena 
Landscaping by Geoffrey Jellicoe 
Article by Geoffrey Jellicoe 
USA. Memphis. Mud Island Park 
Landscaping Architects: Roy P. 
Harrover and Associates 

Paris see France 

Peking see China 


Piper, John. Exhibition of stained glass 
work, Kettle’s Yard, Cambridge 


Planning. France. Parc de la Villette 
Competition winners announced 


Radio Stations. Eisenstadt, Austria 
Architect: Gustav Peichl 
Article by Peter Davey 


Rationalism. Theme Issue 
Theories behind the formation of a 
Rational architecture 1712-50 
Article by Dan Cruickshank 
Regionalism. ‘With due respect: 
Regionalism’ 
Leader by Peter Buchanan 
Restaurants 
Austria. Vienna. Kartner Bar 
Architect: Adolf Loos 
London. Westminster. Tate Gallery 
Coffee Shop 
Architects: Jeremy Dixon and Dick 
Knowles 
Interior Design article by Alastair 
Best 


RIBA. Royal Gold Medal 1983 awarded 
to Norman Foster 


Riyadh see Middle East. Saudi Arabia 
8 


Schools. Denmark. Héje Taastrup 
Architect: Henning Larsen 
Article by Peter Davey 


Serpentine Column. Istanbul. In a state 
of neglect 1/5-6 
Shops 
‘Supermarket Forces’. Sainsbury's 
competition 
Article by John Outram 
USA. Chicago. Hauserman showroom 
Architect: Arata Isozaki 
Interior Design article by Lance 
Knobel 
USA. Chicago. Shaw-Walker 
showroom 
Architect: Robert A. M. Stern 
Interior Design article by Lance 
Knobel 
USA. Chicago. Sunar showroom 
Architect: Michael Graves 
Interior design article by Lance Knobel 
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USA. Chicago. China Seas showroom 
Architects: Hammond Beeby & Babka 
Interior design article by Lance Knobel 
Signs. Wood and Wood ‘Alphatile’ 
systems 
Design Review 
Special issues. Denmark 
Sri Lanka 
Columbo. Architect's own house 
Architect: Geoffrey Bawa 
Interior Design article by Lynne 
Bryant 
Ahungalla. Triton Hotel 
Architect: Geoffrey Bawa 
Article by Rupert Scott 
Government Buildings. Parliament building 
Architect: Geoffrey Bawa 
Article by Rupert Scott 
Lunuganga. Garden 
Architect: Geoffrey Bawa 
Interior design article by Rupert Scott 
Stained glass. Exhibition of work by 
John Piper, at Kettle’s Yard, 
Cambridge 
Stirling, James. Article by John 
Summerson 


Stowe. Landscaping 
Article by Susanne Lang 

Sweden 
Gotéborg. Mellangatan quarter 
suffering decay 
Stockholm. Chancellery 
Architect: Gunnar Asplund 
Article by Colin St John Wilson 


Switzerland 
Basle. Conferences. ‘Historic buildings, 
their significance and their role in 
today’s cultural setting’ 
Fribourg. State Bank 
Architect: Mario Botta 
Interior Design article by Lance 
Knobel 
Lugano. Office Building 
Architect: Mario Botta 
Article by Lance Knobel 
Massagno. House 
Architect: Mario Botta 
Article by Lance Knobel 
Origlio. House 
Architect: Mario Botta 
Article by Lance Knobel 
Viganello. House 
Architect: Mario Botta 
Article by Lance Knobel! 


Synagogues. Israel. Jerusalem. Hurva 
Synagogue (project) 
Architect: Denys Lasdun Redhouse & 
Softley 
Article by Peter Buchanan 

T 


Television Studios. London, Camden 
Architects: Terry Farrell Partnership 
Article by Jonathan Glancey 


Theatres 
France. Villejuif. Project 
Architect: Jean Nouvel 
Article by Martin Meade and 
Jean-Claude Garcias 
Germany. Berlin. Schaubihne Theatre 
Architect: Jargen Sawade 
Interior Design article by Peter Davey 
Italy. Urbino 
Architect: Giancarlo De Carlo 
Interior design article by Lamberto 
Rossi 
USA, Louisiana. 1984 World's Fair 
Amphitheatre 
Architect: Frank O Gehry 
Article by Barbara Flanagan 


Town halls. Denmark. Odder 
Architects: Friis and Moltke 
Article by Peter Davey 

Trofeo Muggia Award 

Trudeslund see Denmark 


Turkey. Istanbul. Column of Delphi in a 
state of neglect 


USA. Austin. Exhibitions. James Reily 
Gordon, at University of Texas 
California. Santa Cruz shingle houses 
Article by Reyner Banham 
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Cambridge. Massachusetts. Harvard 
Fogg Museum extension 

Architects: James Stirling Michael 
Wilford and Associates 

Article by John Coolidge 

Chicago. Showroom for China Seas 
Architects: Hammond Beeby & Babka 
Interior Design article by Lance 
Knobel 

Chicago. Showroom. Hauserman 
showroom in Merchandise Mart 
Architect: Arata Isozaki 

Interior Design article by Lance 
Knobel 

Chicago. Showrooms. Shaw-Walker 
Showroom in Merchandise Mart 
Architect: Robert A M Stern 
Architects 

Interior Design article by Lance 
Knobel 

Chicago. Showroom for Sunar 
Architect: Michael Graves 

Interior Design article by Lance 
Knobel 

Memphis, Tennessee. Parks. Mud 
Island Park 

Landscape Architects: Roy P Harrover 
and Associates 

New York. Museums. Metropolitan 
Museum of Art. Frank Lioyd Wright 
room opened 

New York. Universities. Columbia 
University. Chemistry Department 
extension. Project 

Architects: James Stirling Michael 
Wilford and Associates 


Universities 
USA. Cambridge. Massachusetts 
Harvard Fogg. museum extension 
Architects: James Stirling Michae! 
Wilford and Associates 
Article by John Coolidge 
USA. New York. Columbia University 
Chemistry Department extension 
Project 
Architects: James Stirling, Michael 
Wilford and Associates 


Tegnestuen Vandkunsten 
Thacher, Tom and Thompson, Matthew 
Tschumi, Bernard 


Vv 

Vitruvius 

Ww 

Walker Wright Partnership 


ARCHITECTS AND ARTISTS 


A 

Ambasz, Emilio and Piretti, Giancarlo 
Ahrends, Burton and Koralek 

Alsop & Lyall 

Aslund, Gunnar 


Bawa, Geoffrey 


Benson, Gordon and Forsyth, Alan 
Botta, Mario 


Britton, Dennis 
Broadway and Malyan 


Chappell, Mary Helen 

Chemetov, Paul 

Clarke, Brian 

Colquhoun and Miller 

Connolls, Paul and Kan, Shui-Kay 
D 

Dall and Lindhardtsen 

De Carlo, Giancarlo 

DEGW 

De Lucchi, Michele and Sottsass, Ettore 
Dixon, Jeremy and Knowles, Dick 
E 

Eames, Charles and Ray 


Faellestegnestuen 
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Faggeter Critchlow Associates 5/69-73 
Farrell, Terry Partnership 6/28-43 
Forsyth, Alan and Benson, Gordon 22-29 
Fouad, Sadek 1/6 
Friis and Moltke 1/30-37 


Gandy, Joseph Michael 2/14 
Garnet, Cloughly, Blakemore 6/79-80 
Gehry, Frank 6/44-53 
Ghinelli, Vicenzo 6/66-72 
Goldfinger, Erno 4/42-48 
Gowan, James 2/39-43 
Graves, Michael 3/62-65 


Hadid, Zaha 5/4 
Hammond, Beeby & Babka 3/68-69 
Harrover, Roy P. & Associates 3/42, 

50-51 
Henderson, Nige! 6/5 
Heritage, Robert and Webb, Roger 3/72 


Isozaki, Arata 


Kampmann, Hack 1/58-63 
Kan, Shiu-Kay and Connolls, Paul 2/61 
Kjaerholm, Hanne 1/15-19 
Knowles, Dick and Dixon, Jeremy 2/50-53 
Kyle, Hugh 6/4 


L 


Laidler, Graham (‘Pont’) 5/5 
Larsen, Henning 1/38-47 
Lasdun, Denys < 5/30-33 
London Borough of Camden 4/22-27 
Loos, Adolf 4/4-5 


MacCormac and Jamieson 5/69-73 
Macdonald, Marie Paule and Scarth, Alan 3/4 
Mendelsolin, Erich 4/68-75 
Morris, Robert 4/49-58 


Nouvel, Jean 


Pagliara, Nicola 
Palladio, Andreo 
Peichl, Gustav 2/22-28 
Petherbridge, Deanna 2/67-69 
Piano, Renzo 5/5 
Piper, John 1/5 
Piretti, Giancarlo and Ambasz, Emilio 3/71 
Prouvé, Jean 4/4-5 


Romano, Giulio 6/59-65 
Ryder, Debbie 1/12 


Samel, Gilbert 3/42, 50-51 
Sawade, Jurgen 68-75 
Schaudt, J. E. 2/34 
Schéning, Pascal 6/54-56 
Schultes, Clarke 5/34-38 
Skinner, Stephen 5/69-73 
Speer, Albert 2/33-37 
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